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Statement  of  Principles 


This  policy  statement  describes  the  Ministry's  intention  that  municipalities 
should  generally  operate  water  and  sewage  works  facilities. 


1.   Objectives  Of  Policy 
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2.       Application  Of  Policy  To 
Categories  Of  Projects 


2.1  Ministry 

Constructed 
Projects" 


2.2  All  Other  Projects 


The  objectives  of  this  policy  are  that 
municipalities  should  be  responsible  for 
plant  operations  wherever  feasible  and  that 
the  Ministry  should  phase  out  its  existing 
plant  operating  activities. 


The  following  rules  apply  to  individual 
categories  of  projects: 


The  Ministry  may  continue  to  operate 
facilities,  where  required,  under  individual 
agreements. 


Municipalities  are  to  be  responsible  for 
operations  wherever  feasible. 


Point  of  Contact     Director,  Project  Engineering  Branch 


Effective  Date 


February  16,  1981 
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